DE - Search for the Thoman Jefferson National Accelerator Facility. Barely any results 16
RI - JLABSearch01.PQJLAB.0001.3.3
QY - AF(“Thomas Jefferson National Accelerator Facility” OR “jlab.org” OR “SRF Institute”) OR AD(“Thomas Jefferson National Accelerator Facility” OR “jlab.org” OR “SRF Institute”) OR AU(“Thomas Jefferson National Accelerator Facility” OR “jlab.org” OR “SRF Institute”)